ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT E50 VEHICLE #5 


DATE 


OFFICER 1 
OFFICER 2 


09-22-2015 
M. COOGLE #129 


SUPERVISO J. SALAZAR 


R 


1200/12 
20 


1220/13 
15 


1350/14 
00 


1410/14 
20 


1430/14 
35 


1515/15 
29 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. WE PATROLLED THE PARKING STRUCTURE 
AND NO SUSPECTS WERE SEEN. 


SOW / ROLL CALL 


ADMIN- BID OFFICE 
I COMPLETED MISC AI ADMIN AND TRAINING. 


BACKED FB3- HOLLYWOOD BLVD / VINE STREET- 
SIDEWALK 

THE UNIT WAS OUT WITH A 415 M/W WHO HAS BEEN 415 
IN THE PAST. UPON ARRIVAL, THE SUSPECT WAS 
COMPLYING WITH OFFICERS. 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. WE PATROLLED THE PARKING STRUCTURE 
AND NO SUSPECTS WERE SEEN. 


SUBJECT CONTACT- 1650 ARGYLE AVENUE- PARKING 
LOT 

I OBSERVED AND AWOKE A M/B SLEEPING NEAR THE 
PARKING LOT ENTRANCE. HE GATHERED HIS THINGS 
AND LEFT WITHOUT INCIDENT. 


BACKED FB3- 6150 SELMA AVENUE- SIDEWALK 


FB5 RECEIVED A CALL FOR A MALE SLEEPING ACROSS 
THE SIDEWALK IN FRONT OF THE LOCATION. UPON 
ARRIVAL FB3 WAS CODE 6 AND WALKING TO THE 
SUBJECT. THEY AWOKE THE SUBJECT AND HE LEFT 
WITHOUT INCIDENT. 
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35 
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00 
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10 
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BACKED FB3- 1680 SUNSET BLVD- THE TAFT 
BUILDING 

THE UNIT RECEIVED A CALL FOR MULTIPLE SUBJECTS 
SITTING AROUND THE BUILDING. UPON ARRIVAL, ALL 
HAD BEEN ADVISED; ONE WAS STILL GATHERING HIS 
THINGS. THE UNIT STOOD BY UNTIL HE LEFT. 


CODE 7 


RADIO PROBLEMS- HOLLYWOOD BLVD / VINE 
STREET, GOWER STREET / SELMA AVENUE, VINE 
STREET / SUNSET BLVD 

MULTIPLE UNITS WERE HAVING PROBLEMS WITH 
COMMUNICATING ON THEIR BID RADIOS TO DISPATCH 
FROM THE ABOVE LOCATIONS. 


ADMIN- BID OFFICE 


I COMPLETED MISC AI ADMIN, TRAINING AND DISPATCH 
DUTIES. 


BUSINESS CHECK- 6801 HOLLYWOOD BLVD- H&H 

PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 

SUSPECTS. WE PATROLLED THE PARKING STRUCTURE 
AND NO SUSPECTS WERE SEEN. 


EOW 
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